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GAS ANALYSIS

PART III

a 5 per cent solution of potassium carbonate.   To the
contents of the first two bottles there is added a few

FIG. 92.

drops of bromine to oxidise the sulphur dioxide to
sulphuric acid.
The illuminating gas should be allowed to pass
through the gas-meter for some time previous to the
beginning of the determination, to make sure that